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electric waves along wires, and, therefore, with the velocity
of light, at any rate to within 5 per cent.

Marx's experimental arrangements were subjected to
severe criticism by Franck and Pohl, who, having repeated
the experiments, doubted the validity of the method. In
reply, Marx (A.d.P. 1910 et seq.) has since carried out a new
series of experiments which, he claims, support his original
result, but which nevertheless do not appear to have satisfied
Ms critics (A.d.P. 1911).

All this work was carried out before the nature of the
X rays was known ; and there is now no reason for believing
that X rays travel with a velocity other than that of light. sheet in Kg. 2 is due merely to
